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Calls to Birmingham, Mt.Clemens, Royal Oak, Windsor 
and Wyandotte are Long Distance; cal! switchboard 
operator. For emergency sedice! service after office 


hours call: 


Dr. Jacob Manting - TE 1-8255, or take 


patient to Harper Hospital Clinic at 3839 Brush St. 
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